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ACTION OES-05 

INFO OCT-OI ARA-IO ISO-00 HEW-06 MED-03 /025 W 

098344 

R 19I705ZFEB 75 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC 3979 

UNCLAS LIMA 1395 

E.O. 1 1652: N/A 

TAGS: ETRD, TBIO, XX 

SUBJECT: RECALL OF MEDICAL DEVICES 

REE: STATE 1981; STATE 4097; STATE 020386 

1. IN ACCORDANCE WITH REETELS LOCAL REPRESENTATIVES AND DIS- 
TRIBUTORS EOR BENNETT MONITORING SPIROMETER AND ALARM AND EOR 
AMES DIAL FACES FOR BLOOD ANALYZERS WERE CONTACTED AND PROPER 
ACTION TAKEN ON NATIONWIDE BASIS AS EVIDENCED BY LETTERS IN 
EMBASSY FILES. 

2. CONSEQUENTLY, EMBASSY DOES NOT CONSIDER IT NECESSARY TO 
INFORM GOVERNMENT OR PRIVATE HEALTH AUTHORITIES OE DEVICES' 
RECALLS DIRECTLY. 

DEAN 
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